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Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 
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Mooseheart  Nursery 


Fall  1919  — Spring  1920 


GEO.  H.  KELLER,  MANAGER 
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Terms  and  Conditions 


Shipping  — Please  give  ship- 
ping directions,  whether  by 
freight  or  express ; also  route. 
If  no  directions  are  given,  v/e 
will  forward  to  the  best  of  our 
judgment,  without  assuming  re- 
sponsibility, as  all  goods  travel 
at  the  purchaser’s  risk  and  ex- 
pense. 

Packing  — Prices  quoted  are 
net,  boxing  and  baling  addition- 
al, for  which  we  charge  to  cover 
cost.  Particular  care  is  taken 
to  pack  all  stock  in  a thorough 
manner  so  it  will  reach  destina- 
tion in  a prime  condition. 

Terms  — Cash  or  satisfactory 
security,  except  we  extend  the 
usual  terms  of  credit  to  known 
responsible  nurserymen. 

No  claims  for  rejections  or 
deficiencies  will  be  entertained 
unless  made  within  ten  days 
after  arrival  of  goods. 


Lati folia — 

Per  10 

Par  100 

Per  1000 

3-4  ft.  _ 

1.50 

12.50 

4-5  ft.  ___  __ 

1.80 

15.00 

Opulifolia — 
3-4  ft.  _ _ 

1.25 

4-5  ft.  __ 

1.50 

12.50 

SYMPHORICARPUS  racemosus 

— 

2-3  ft. 

1.00 

8.00 

3-4  ft. 

1.50 

12.50 

100.00 

4-5  ft. 

2.00 

15.00 

Molle — 

2-3  ft. 

1.25 

12.00 

100.00 

3-4  ft.  _ 

1.80 

15.00 

Occidentalis — 

2-3  ft.  _ 

1.00 

8.00 

SYRINGA  vulgaris,  heavy — 

3-4  ft.  

1.80 

15.00 

4-5  ft. 

O Oi  O, 

18.00 

150.00 

5-6  ft. 

2.50 

20.00 

SALIX  laurifolia— 

5-6  ft.  ___ 

1.80 

15.00 

VIBURNUM  opulus  sterilis — - 

3-4  ft.  

1.50 

18.00 

4-5  ft,  

1.80 

20.00 

FORSYTHIA 

fortuneii— 

Per  10 

Per  100  Per  1000 

2-3  ft.  ___ 

_ 1.00 

8.00 

3-4  ft.  _ 

1.20 

10.00 

4-5  ft.  _ 

1.50 

12.00 

Intermedia- 

iy.,-2  ft.  _ 

.80 

7.00 

2-3_  ft. 

1.20 

10.00 

3-4  ft. 

1.50 

Suspensa — 

4-5  ft. 

1.20 

10.00 

Viridissima- 

3-4  ft.  . 

.80 

10.00 

HYDRANGEA  paniculata  grandiflora— 

11/2-2  ft.  - 

1.00 

8.00 

2-3~  ft. 

__  1.20 

10.00 

KERRI  A japonica — 

11/-2  ft.  _ 

1.00 

2-3"  ft.  _ _ 

1.20 

10.00 

LONICERA  grandiflora — 

3-4  ft. 

_ _ 1.50 

12.00 

4-5  ft.  . 

1.80 

15.00  120.00 

Morrowi— 

4-5  ft.  _ 

1.50 

12.00 

Sempervirim— 

Per  10 

Per  100  Per  1000 

3-4  ft. 

1.20 

10.00 

Amona  Alba — 
2-3  ft. 

1.00 

3-4  ft. 

1.20 

10.00 

4-5  ft. 

1.50 

12.50 

LI  GST  RUM  ibota 

2-3  ft. 

1.20 

10.00 

Amurensis — 
2-3  ft.  _ _ 

1.20 

10.00 

M.ALUS  torlngo — 

5-6  ft.  _ 

2.50 

20.00 

Sargenti — 

3-4  ft.  

2.00 

15.00 

Zumi — 
5-6  ft. 

2.50 

PHILADELPH US  grandiflorus — 

4-5  ft.  ___ 

1.50 

5-6  ft. 

1.80 

15.00 

Speciosissimus— 

4-5  ft. 

1.50 

12.50 

Talconeri — 
2-3  ft. 

1.00 

8.00 

3-4  ft.  _ 

1.25 

4-5  ft. 

1.50 

12.50 

Zeyherii— 

Per  10 

Per  100 

Per  1000 

2-3  ft. 

1.00 

Nivalis — 

2-3  ft.  _ 

1.00 

8.00 

3-4  ft. 

1.25 

Coronarius  nanus — 

3-4  ft.  

2.00 

15.00 

RHAMNUS  frangula — 

4-5  ft.  . 

1.50 

12.50 

5-6  ft.  _ - 

2.00 

18.00 

ROSA  rugosa — 

l>/2-2  ft. 

. 1.00 

8.00 

2-3  ft. 

. 1.25 

10.00 

SAMBUSCUS  acutiloba- 

5-6  ft.  - . 

1.50 

12.50 

SPIRE  A billardi— 

3-4  ft. 

. 1.50 

12.50 

4-5  ft.  

_ 2.00 

15.00 

Van  houttei — 

3-4  ft. 

_ 2.00 

18.00 

150.00 

4-5  ft. 

_ 2.50 

20.00 

180.00 

5-6  ft. 

_ 3.00 

25.00 

Fontan  gensis — 
3-4  ft.  ___ 

. 1.50 

12.50 

Ornamental  Shrubs 

CORNUS  siberica 

Per  10 

Per  100 

Per  1000 

2-3  ft. 

$1.20 

$8.00 

3-4  ft. 

2.00 

1.25 

4-5  ft.  

2.50 

2.00 

$12.00 

Lutea — 

2-3  ft. 

1.50 

12.00 

3-4  ft.  _ 

2.00 

15.00 

4-5  ft. 

2.50 

18.00 

Baileyi — 

2-3  ft.  _ ___ 

2.00 

3-4  ft. 

2.50 

15.00 

Stolonifera — 

2-3  ft. 

1.50 

12.00 

3-4  ft. 

2.00 

15.00 

Amoom — 

2-3  ft.  

1.00 

8.00 

EUONYMUS  alatus — 

2-3  ft.  ___  ‘ _ 

3.50 

3-4  ft. 

4.00 

Americanus — 

: 

2-3  ft. 

1.20 

3-4  ft. 

1.50 

Nurseryman’s 

Certificate 

Department  of  Agriculture 
Division  of  Plant  Industry 
Office  of  Chief  Inspector 


No.  83. 

Urbana,  111.,  Sept.  24,  1919. 

This  Is  To  Certify  that  the 
growing  nursery  stock  and  pre- 
mises of  Mooseheart  Nurseries, 
situated  at  Mooseheart,  Illinois, 
have  been  inspected  by  a duly 
appointed  inspector  of  this  of- 
fice, according  to  the  provisions 
of  the  Plant  Inspection  Act  of 
1917,  and  that  said  Nursery  and 
premises  are  apparently  free 
from  the  San  Jose  scale  and 
other  dangerous  insects  and  dan- 
gerous plant  diseases. 

This  certificate  applies  only  to 
the  condition  of  this  nursery  for 
the  year  ending  Oct.  1,  1920. 

P.  A.  Geenn, 

Chief  Inspector. 

Charles  Adkins, 
Director. 


